£ Uttarakhand State Control Room 





Integrated Disease Surveillance Programme CSVID- 19 
E ee ceo gee eee eee eee oe oeeeeeena eae cece 
Date: 09-01-2022 Health Bulletin Time: 6:00 PM 
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@) Positive Today: 1413 7 Recovered Today: 482 
4 Death Today: 01 #4) Active Cases: 4118 
S*’’ Sample Positivity today: 7.79% R% Recovery Percentage: 94.80% 
| Total cumulative Positive COVID-19 detected: 350885 
2 Total Number (%) of COVID-19 Patients Treated/ Cured: 332655 (94.80%) 
J: Total Number (%) of COVID-19 patients migrated out of state: 6688 (1.91%) 
4. Total Number (%) of COVID-19 Deaths: 7424 (2.12%) 
5 Number of samples found negative for COVID-19 today: 16733 
6 Total number of samples sent for COVID-19 testing today: 12958 
7 Total number of cumulative samples found negative: 8313220 





aaith aa gere! 


aaa CAM pti ag Aad... Plas Vcore BI Tels Bed ve 


C®VID-19 


Uttarakhand State Control Room 





Uttarakhand State Control Room 


Integrated Disease Surveillance Programme C®&VID-19 


Directorate of Medical Health & Family Welfare, Uttarakhand, Dehradun Uttarakhand State Control Room 


Detailed Status of Sample Tested 
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Details of Districts having Positive COVID-19 Cases 
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Hospital Wise Death 


itt Cumulative Death Name of The Hospital No. of Death 
3531 Govt. Doon Medical College 
mm 


Details of State Control Room 
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E-mail: covid19statewarroomuk@gmail.com, idsputtarakhand@gmail.comToll free No: 104/01352609500 


K Whatsapp No. 9412080544 


Details of District Control Rooms 


Districts District Control Room Number 
Almora 05962-237874, 05962-237876 
Bageshwar 05963-221822 


7617429778, 9068787120, 7830839443, 01372-252187, 01372-251437 
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COVID-19 Vaccination 


9th January 2022 


* Sessions Held Today: 642 

* Number of Beneficiaries Vaccinated Today: 30303 
* Number of Beneficiaries Partially Vaccinated: 8218362 
* Number of Beneficiaries Fully Vaccinated: 6581133 


* Total 15 to 17 years beneficiaries Partially Vaccinated: 294480 


Details of Beneficiaries Vaccinated in Uttarakhand 
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Haridwar 
Nainital | 1400 | 30116 | 737203 | 602218 14181 | 13183 


Total 





9906 233090 202536 3460 3468 
30236 294480 7615324 | 6284606 120547 ) 115620 | 


